Approved For Release 2000/08/16 : Sinema isoonrennuesovin0iass FOIAb3b1 + : 
+ Exhibit No: 1-29-14 To Contract: 


Date: January 29, 1959 


From: The Firewel Company, Inc, 


(Contractor) 
FOIAb3b1 
To: 
ontracting 
Item Part C 
1 $4261 Kidney Pads 3 4 eo 
$9 234 $178.11 


ees Delivery: As Soon As Possible | . 
Prices are fair and reasonabhe and this ara 


Exhibit is hereby approved, 


178. Contractor warrants prices confarm to the 
price formula in effect on date of this 
Exhibit. 
FOIAb3b1 
SIGNED: 
CONTRACTING OFFICER : SIGNED: 
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